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TITLE: Number of generating modes in solid-state optical quantum generators of 
moving and standing waves 25 


SOURCE: Fizika tverdogo tela, v. 8, no. 95 1966, 2655-2659 
TOPIC TAGSt standing wave, quantum generator 


ABSTRACT: It has been shown earlier that the characteristic features of amplificatio 
and generation substantially depend on the type of broadening of the amp).ification 
contour of the active medium. ‘he present article analyzes the mannor in which the 
type of broadening affects the number of modes gonorating in a solid-state optical 
generator. It is shown that two modes with frequencies W4, W > can generate if the 
frequency difference |w4 = w2\| is sufficiently large, |w1 -w| > |44 -s|9, and 
that the ratio of limiting frequency intervals in the generator of a moving wave and 
in the generator of a standing wave depends on the type of broadening of the amplifi- 
cation contour. Orig. art. hast i table and 5 formulas. has 


SPEEA TPN SITES TER RATA IARI LIE CET NN ION EMT AN! 


° O 
SUB CODE: . OY sum DATE: 27Jan66/ ORIG REFs 005/ OTH REF: 003 


cy ere esieteed Mae ceased aie 


APPROVED FOR RELEASE: 09/19/2001 CIA-RDP86-00513R001964510014-0" 


"APPROVED FOR RELEASE: 09/19/2001 CIA-RDP86-00513R001964510014-0 


Sree Gd aE eae TEE Ee TE SG SER BS Na ae RGD Ee SS ASN PARRA L ARR PRES Se eeE Tas RTI Sa Be FES Be eae RN RED WRASSE EC 


woo .0N38=67-: ENT CL)/& BO(ke)=2/EyP( Ic) —— AUP(e) eee es 


“ACC NR: APG031963 SOURCE CODE: in/0031/66/021/003 0306/0390 | 


AUTHOR: Zeyger, S. G.3; Fradkin, EB. Ye. 
SCY EEN, Os Uses FVOCKIN, Be LC. 
ORG: none 
i PITLE: Two-mode competition ina traveling-wave leser -yS 


' SOURCE: _Optika i spektroskopiya, v. 21, no. 3, 1966, 386-390 

‘| TOPIC TAGS: laser theory, traveling wave,laser, resonator mode » PER TUR B49 Tron) 

i TAl CRY 
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- Concerning Epidemic Parotitis," F.I. Nedostup, 
1 OG.A, Zeigermakher}=Chair of Infect Diseases, Odessa 
Med Inst 


‘Pediat, No 6, PP 53-55 


, The authors describe their observations ona group 

.. of patients with epidemic Parotitis in an Odessa 
hospital. They state that, as a rule, this disease 
is more common among children of school age. In 
this instance, adults comprised 38.8% of all cases. 
The epidemic usually assumes max proportions in . 
March-May. Standard complications encountered have 
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been meningitis in children and orchitis in 
male patients. The Prognosis has been good 
in the majority of cases. 
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aie Gel «3 NEGRUBOVA, M.A.; BOGUSLAVSKIY, DS. 


Case of familial ovalocytosis. Probl. oes i perel. krovi 9 
nosdtdand5S Ap 164, | (MIRA 17:11) 


ls. 2=ya infektsionnaya bol'nitsa - (glavnyy vrach 0.R. Rodionova), 
Zaporozh'ye. 
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PHASE I. BOOK EXPLOITATION 562 


‘Zeygermakher, A.I.. . 

Umen' sheniye shtampovochnykh uklonov pri. goryachey shtampovke pod 
molotaml (Reducing Die Draft in Hot Drop Forging) Leningrad, 1955. 
6p. (Series: Leningradskty dom: nauchno-tekhnicheskoy propagandy. 
InformatSionno-tekhnicheskiy listok, No 27 /115/) 7,000.copies 
printed. Ge 


H 


Sponsoring Agencies: Lehingradskiy dom nauchno-tekhnicheskoy 
propagandy, and Vsesoyuznoye obshchestvo po rasprostraneniyu 
politicheskikh 1 nauchnykh znaniy. “ 

Ed.: Kamnev, P.V., Candidate of Technical Sciences; Tech. Ede: 
Freger, P.D. eure 

PURPOSE: The design considrations described in this namphlet should 
be of interest to design engineers of forging dies, and to techni- 
clans in forging shops. 


Card 1/2 : 
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“Reducing Die Draft (Cont-) st 


Bi 562 Si iaheajuasavaes 


COVERAGE: In this pamphlet the author attemps to show the various 
advantages resulting from a smaller draft angle on forged parts. 
He states that in order to produce forgings which would approach 

-the dimensions of the finished part, thus cutting down on machin- 
ing operations and on: the weight of the forging, the drait angle 
on the forged part should be reduced. It is stated that the 
outer draft angles on forged parts may be as small as 4.5 to 
5 degrees, and the inner angle 5 to 7 degrees, without impairing 
the efficiency of forging operations. There are numerous — 
drawings to.illustrate this point. No personalities are men- 
tioned. There are no references. No table of contents is 
given, and there are no section headings. ae: 


AVAILABLE: Library of Congress 


GO/Lsb 
. 29 August 1958 
Card 2/2 


Rann Oeae 
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“gave mei anne 9-1-5, KAMIBV,P V5 kandstekhn.nauk, reds}-FREGER,-P.D.; tekim.red; ~~ [i 


(Reducing stamping angles in hot hammer forging] Umen'shenie 
shtampovochnykh uklonov pri goriachei shtampovke pod molotami, 

_ Leningrad, 1955. 6 p. (Leningradskii dor nauchno-~tekhnicheskeds 
propagandy. Informatsionno~tekhnicheskii listok, no,27(715))  - 
(MIRA 10:12) 


_ (Forging) 
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"Why anoking 4s harmful! by K.S. Xosiakove evidired by G4. Zuiger 
‘ makher, Fel'd, 1 akush. 23 no.8262-63 Ag '58 (MERA 11:8) 
e (TOBACCO..-PHYS 10100 ICAL HFFRCT) 
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«_ PELGERHAKHER, Tobey inzh, 


Use of thin~sheet corrugated construstions. Sudostroenie 27 
n0.4:61-63 Ap tél, . (MIRA 14:23) 
(Bulkheads (Naval architecture) ) , 
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SAL'NIKOV, Georgiy Pavlovich, inzh.; DIDKOVSKIY » P.V., inzh., retsenzent; 
DONDIK, I.G., inzh. » retsenzent; ZAKHARENKO, 1.P, y kand. tekhn, 
nauk, retsenzent; ZEYGERMAKHER, RS, y inzh., retsenzent; 
KAMENICHNYY , I.S.) ing ey Tetsenzent; MITSKEVICH, Z.A., kand. 
khim, nauk, retsenzent; NEVSKIY, B.N, » inzh., retsenzent; Ls. 
RADOMY SEL' SKIY , I.D., kand. tekhn, nauk, retsenzent; CHEKURNA , oe 
M.G., inzh., red,izd-va; SHAFETA, S.M., tekhn. red. % 


[Brief handbook for mechanical engineers] Kratkii spravoclnik 
mashinostroitelia, Kiev, Gostekhizdat UssR » 1963. S42 p,  - 
(MIRA 17:2) 
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RABINER, N.Ya; KUNYANSKIY, N.A.; ZEYGERMAN, 1.Yu,. KLEVITSKIY, 2.5 
2 Tu. # ewe 
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(MIRA 13:9): 


L, Ukrainskiy aati iss : 
- ledovatel'skiy ins tit 
ue em ennestt (for Rabiner and Kunyanskiy), Hi aah rc 
ye konstruktorskoya byuro "Prodmash" Odesskozo Bovnasktioxa 


for Zeygermanand, Klevitskiy), 


(Canning and Preserving—Equipment and supplies) 
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Bershadekiy, G, tus, Zeygerman, I. Yu. 
Attachment for grind 
“= Chuok= canis 


2s Page 3h, Feb 1954 
A simple but ‘suitable attachment (invented 
grinding of internal 

described, 

Shackles hinge-~fastened to the ring. The 
attachment is described, Illustrations, 


Institution ry esees 


Submitted : eevee 
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BERSHADSKIY, G.Yu,; ZEYGERMAN, 1.Yu, 
BER E OEE ESET sper, 
Device for grinding the inner worki 


(Chucks) 
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surf, 
centering chuck, Stan.4 instr, 25 arbiter Jaws fbr a self- 


(HERA 735) 
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Uning an amateur notion~picture camera for the study of elenents ~ 

of operations of short. duration, Biul. nauch, inform.: ¢rud 

1 gar.. plata 3 no, 10334537 t60, (MIRA 13:12). 
(Motion plotures in industry) y) ; 


(Motion atud 
(Metal cutting) 
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_SEYCERMEYSTER, 1.5 SHARINOV, i 


Design and construction of industrial buildings with composite 

roofs. Prom stroisi inzh.esoor, 4° no.2:8-12 MreAp '@2, 
° (MIRA 15:17) 

1. Glavnyy inshener tresta "Dneprokhinstroy® (for Zeygermeyster). 

2. Glavnyy inzhener stroitel'nogo otdela Dneprodzerzhinskogo filiala 


Gosudarstvennogo proyéktnogo i nauchno-issledovatel 'skogo instituta BeMakh 
azotnoy promyshlennosti (for Sharinov), 
(Industrial buildings) (Roofing, Concrete) 
<= 
? at 3% 
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Framewnsk of High = tIn 
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v.24, Tew), p. 
Poastuility a Ae ink hurizontal 
braces to the bedy uf cowmna in 


othe framework ° ui high buildings 
without use the “overhead’ 
welding position, Optimum gap be- 
tween brave and column is indi- 
cated. Steel backings were found 
nore app Heaile than wabeatus of 


copper, (K general, T26, CN) 


“METALLURGICAL “sotenar uae ceuairication ; ; 
Pade omens AG: on rose a : ata “aawane 
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patients with flaccid 1 
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1. 2 Sanatorium Rehabilitac 
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(PARALYSIS) 
(LEG ais) 
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| QNYIENOK, W.A., dotsent = i i tsti(i‘<‘<; Ow 


Functional state oe the central nervous , 
ous systen in typhoid fever, 
Klin.med. 34 no.7:91 Jl '56, aaa 


ly Ig k ; 
‘ atte infektsionnykh bolesney Voronezhskogo meditsincskogo 


(HERVOUS SYSTEM) (TYPHOID FRYER) 
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~ "Methods Used in the Study of Suppressi , 
Viruses of Influenza and Smallpox Vee tue a Be Ge ae eerey egnenres 
p. 127 Ministry of Health USSR Proceedin 

g5 of the Second All-Union Confe 
Antioblotics, 31 May - 9 June 1957. pp. 405, Moscow, Medgiz, 1957. oe 
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_ EXLIDZOH, AD. 


Connection of 
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Slectric equipment coila, Promeenerge 19 noe7t59 
(MIHA 1821) - 
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" ZEYLIDZON, Ye, D 


e 


Concerning the ditatton of the operation of a 10 ky 

. er 
distribution network in the presence of a short sincait to 
ground. Energetik 10 no.8:33 Ag '62, (MIRA 15:10) 


(Electric power distribution) 
(Electric protection) 
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‘LINDORF, L.A.; FUFURIN, N.P.3 ULITSKTY, M.S.3 USTINOV, P.1.; 
~ZEXLIDZON .Ye.D,3 MININ, G.P.; KOTS, A.Ya.; KHAVIN, N.Z.; 
MURAVLEVA, N.V.; LIBERMAN, A.Ya.3 BARANOV, B.M.; 
2VENIGORODSKTY, 1.S,; IVANOV, V.S.3 IOFFE, F.Ye, 
[deceased]; BURLAKOV, B.M, 3 MIRENBURG, L.A, [deceased]; 
FAYERMAN, A.L., red. 


[Add for studying engineering regulations governing the 
operation of electric power plants and networks] Posobie : ’ 
dlia izucheniia pravil tekhnicheskoi ekspluatatsii elektri~ 
cheskikh stantsii i setei, Izd.2., peresmotrennoe, Mo— 
skva, Energiia, 1965. 551 p. (MIRA 18:6) 


~ i. Russia (1923~ U.S.S.R.) Gosudarstvennyy proizvodstven- 
nyy komitet po energetike i elektrifikatsii. 
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EXLIDZON, Ye.D,, inzh, 


Interphase and phase connectin 
A5@ ig. of. the 
Prom.energ, 17 no.10:19-20 0 162, gay eee rae 
(Electric notors—Starting devices) ae 
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tics necessary for wide field of. operation of: Borg 
e - Most. Amportant- ito conduct. an. . 


‘Performince ‘of. eafety: devices’ gaat’ ‘be 
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1. SOLOV'YSY, I. I., Prof.; ZEYETDSON, Ye. D., Eng.; XRIKUNCHIK, A. B.,. Eng; 
, HOSKATV, A. Gey Hye; POPOV, T. We, Bags; SAHRV, M. Iv, Rng. 4 Kohmeotov, Bele 
2, USSR (600) ~ . 


4, Sirotinskii, EB. L.- 


7. Remarks to Ye. L. Sirotinskiy's article "Symbols and rules for drawing schemes 
of relay protection and automaticity." Eletrichestva, No. 11, 1952. : 


9. Monthly List of Russian Accessions, Library of Congress, _ February 1963. Unclassified. 
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2, USSR(600) -.--- +s --- 


4. Electric Power Plants 
4 ™, Equipping electric power systems with remote control, Elek. sta., 23, No. 11, 1952. 
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- Ae Electric Relays 


7. "Relay protection of electric systems." A. M. Fedoseyev. Reviewed by Fngs. Ye. D. 
Zeylidzon, N. V. Chernobredov. Elek.sta., 23, no. 12, 1952. 


9. Monthly List of Russian Accessions, Lirary of Congress, __ April 1953 » Uncl. 
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ZEYLIDZON, Ye.D., inzhener. 
chanisms for high voltage circuit breakers ; 
ring drive me ; 38) | : 
(Electric circuit breakers) 


maar veneer 


Weight-loaded and sp 
Mekh.truderab. 7 no.5248 My '53. 
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On automatic frequency regulation (ARCh) and automatic frequency. 
cut-off (AChR). Ruergetik 2 no.3:35-36 Mr '54, (HLBA 7:5) 
(Governors (Machinery)) (Electric awitchgear) 
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Standardization of automatic apparatus in electric power 6 ae 
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. Ministerstvo elektrostantsiy. (Electric power plants Standar¢ : 
wena (Automatic control--Standards) cs a 


w 


APPROVED FOR RELEASE: 09/19/2001 CIA-RDP86-00513R001964510014-0" 


“APPROVED FOR RELEASE: 09/19/2001 CIA-RDP86-00513R001964510014-0 


BoE RIE 


AID P - 709 


Subject : USSR/Electricity 

Card 1/1 Pub. 29 - 2/26 

Author : Zeylidzon, Ye. D., Eng. 

Title : “eeeea tion of generators of low voltage and small capacity 


Periodical : Energetik, 9, 3-5, 8 1954 


Abstract : The author discusses this protection on the basis of the 
"Rules for Electric Installations". These Rules do not 
include the protection of generators of 50 to 150-kva 
capacity. The author explains how such protection should 
be executed. 2 diagrams. 


Institution : None 
Submitted : No date 
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“Abstract - 
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Submitted 


ZeVha2ron, ye’, 


: AID P. - 1025 
USSR/Electricity 


Pub. 27 - 2/23 


Zeylidzon, Ye. De, Eng. 


Problems of teleautomation of electric power systems 
Elektrichestvo, 11, 11-15, WN 1954 


The author describes the contemporary development of tele- 
automatic control of hydroelectric power stations and sub- 
stations. The teleautomatic dispatching of interconnected 
power systems is also discussed. A review of Soviet achieve- 
ments in the production of automatic apparatus for the ~ 
various functions of the control systems are presented. A> 
program of future development is given. 
Technical Administration of the Ministry of Electric Power 
Stations of the USSR 


Ag 23, 1954 
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ae wae alte control circuits of circuit breakers and of remote | 
control of substations with alternating current. Blek,ata. 25 

‘ noel:40-42 Ja '54, (HIRA 7:1) 

(Blectric controllers) © 
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- Subject : USSR/Electricity 


AID P - 1382. mC 


“Card 1/1 Pub. 26 - 9/30 


Author 7 


Title 8 


Periodical : 


Abstract 3 


Institution: 
Submitted : 


Zeylidzon, Ye. D., Eng. 
Discussion of. the article by G. S. Konyushkov: 
"The extent of automatic remote control of sub- 
stations" in Elek, Sta,, #2, 1955. 


Elek, Sta., 2, 30-38, F 1955 | 5 \ 


The author agrees with @.°8. Konyushkov on the 
necessity of eliminating excessive and costly 
installations, the utility of which in the case 
described in the article discussed was found 
to be very doubtful. But the author disagrees 
with certain technical details of the plan of 
automation presented by G. S. Konyushkov. His 
objections concern in particular the proposed 
elimination of remota control of most of the 
circuit breakers. 

None 

No date 
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; AID P ~ 4060 
Subject :; USSR/Power 
card 1/1 Pub. 26 - 18/33 : 
Author <* Zeylidzon, E. D., Eng. 
Title : Discussion on the, ‘extent of remote control at sub- 


Stations. 


Periodical : Elek. sta., 12, 47-48, 1955 


The author considers remcte control signals and the 


Abstract 3 ( 
installation of connecting cables. The problem of 
4 personnel on duty is also discussed. , ’ 
Institution : Technical Administration of the Electric Power Plants 
Ministry. 
Submitted - No date 
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1.Yaroslavskaya elekbresnergeticheskaya sistema (for Markov) .2.Glav= 
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112-3-6525 
Translation from: Referativnyy Zhurnal, Elektrotekhnika, 1957, Nr a 
2 ah p. 204 (USSR). 


* AUTHOR: Zeylidzon, Ye. D. 
TITLE: New Problems Connected with the introduction of Remote 
Control devices for Rlectric Power Systems (Navyye 
zadachi v oblasti telemekhanizatsiil energeticheskikh 
sistem) - 


PERIODICAL: In sbornik: Telemekhaniz. v nar. kh-ve, Moscow, 
- AN S§SSR, 1956, pp. 355-361 


ABSTRACT: An account is given of the introduction of remote control 
methods in the power systems of the Ministry of Electric 
Power Plants. At the end of 1955, in 20 large, medium and - 
gmall power systems, comprizing about 50% of the combined - 
capacity of all the power systems of the Ministry of ” 
Electric Power Plants, dispatcher control was exercised 
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; , 112+3-6525 

New Problems Connected with the introduction of Kemote Control devices 
for Electric Power Systems (Cont.) 
from new central: dispatching points which were equipped 
with means for telemetering and remote signalling. 

Several district network dispatching points provided with 
remote control equipment were set in operation. At the 

end of 1954; there was remote control equipment in more 
than 40 hydroelectric power plants,: which accounted for 
more than 65% of the entire connected capacity o£ hydro- 
electric power plants of the Ministry of Electric Power 
Plants. The improved reliability of remote control devices 
is pointed out. The first technical solutions were more 
complex than necessary. Experience has shown that it is 
possible to do away with superfluous telemetering and 
remote signalling, and even to cut down on remote control. — 
Automatic control in electric power stations is increasing, 
while telemetering and remote signalling in new standard 
designs of telemechanized substations are being decreased. 
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112-3-6525 
New Problems Connected with the introduction of Remote Control 
devices for Electric Power Systems (Cont.) 


An indication is given of the advantage of continually 
relieving dispatchers of interconnected power systems of 
minor operations and transferring the latter to secondary 
control links. Questions are discussed in connection with 5 
improvement of existing technical remote control means 
and davelopment of new schemes, such as organization of 
production methods for remote control equipment, expanding 
the types of equipment produced, installing of factory 
preassembled equipment on control panels together with 
repeating relays, power supplies .and other components. 

The following future developments are discussed: systems 

for transmitting call signals, group remote signal devices 

for distribution networks, with several installations 
operating for a common dispatcher point assembly; a combined 
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New Problems Connected with the introduction of Remote Control EE 
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high-frequency remote control and communications post 

for 35-kv networks; relaying signal and measuring devices, 
In connection with the: ’ proposed creation of a single power 
system in the European part of the USSR, there is a 
discussion of the advantage of employing high-frequency 
channels, using not only transmission lines, but also 

main cable and overhead communication lines. Radio relay .- 
systems can also be used. With a single power system, 
-the state-wide communications network should also be used 
as a reserve by switching, direction changing and switching . 
over from one type of communication to another. The problem 
of the remote control of frequency in interconnected 
systems is considered. The main objective sought in the 
resolution of future technical and organizational problems 
is the attainment of substantial technical and economic 
advantages. N.M.F. 
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(Electric power distribution) (Remote control) 
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Avtomatizatsiya energosistem 1 elektrostantsiy (Automatic Control 

in Power Systems and Electric Power Stations) Moscow, AN SSSR, 
1957. 105 p- (Series: Obzory pc zevey tekhnike. Seriya 
NEnergetika") 5,000 copies printed. 


Sponsoring Agencies: 1. ~ Gosudarstvennoye 4zdatel' stvo tekhno- 
teoreticheskoy literaturys 2. Akademiya Nauk SSSR; = 4 w 
3- Vsesoyuznyy: institut nauchnoy 1 tekhnicheskoy informatsii. 


Ed.: Chuprakov, N.M-3 Tech. Ed.: Shvetsov, M.P. 


PURPOSE: This monograph is addressed to power engineers” and 

technicians interested in problems and recent developments in the 

automation and telemechanization of electric power plants and power 
systems. 


COVERAGE: This prechure is a survey of problems in the automation of ~ . 
pore systems insofar a8 they concern the joint operation of the elec- 
ric power plants constituting each systen, and the operation of 
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ae a - 
interconnected power systems. Froblems in the telemechanization 
of dispatcher control of ows sysvems and interconnected power 
systems are also examined. Technical solutions concerning the 
automation of technological processes and of control in thermal ¥ 
and hydro-electric power stations are aiso discussed. Problems 
“in the. automation and telemechanization of electrical networks 
have not been made the object of an indpendent survey. For 
this reason they are discussed at the same time with problems of 
power system automation, briefly in the section on distributing 
networks (transit interstation and intersystem electric 
transmission lines)and more extensively in connection with the 
basic circuits determining the operation of power systems and e 
their combinations. No personalities are mentioned. There are 
34 references, of which 19 are Soviet, 13 English, and 1 French. 
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. Zeylidzon, Ye. D-, Engineer, Automation of Power Systems 5 
Introduction 5 


Automatic control of frequency and of the most economic 
distribution of power among electric power stations and 


power systems 9 
Automatic voltage regulation and distribution of reactive 
power in power systems 21 


Automatic devices for preventing breakdowns in power systems ek 
Telemechanization of power systems and interconnected power 


systems | 29 
Possibilities of further improvement and development of 

new means of automation and telemechanization for power 

systems 32 
Bibliography 36 
Tsizin, 1.G. Automation and Telemechanization of Hydroelectric 

Stations 38 
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Introduction 38 
Basic principles of the automation and telemechanization of P 
3 


nydroelectric power plants 
Evaluation of the technical and economic effect of 

automation and telemechanization in hydroelectric power plants 52 
Future developments in the automation and telemechanization 66 


of hydroelectric power plants 


Conclusion 71 
stefan}, Ye-P., candidate of Technical Sciences, Docent. 
“Kutomation of Thermal Electric Power Plants 77 
Introduction . ; i i Gia 
Automation of the botler plants 82 
Automation of the turbine plants — 88 
Automation of the chemical plant 94 
Problems in the comprehensive automation of thermal electric 
: 100 


power plants 
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What's new in automatic frequency load shedding in power systems. 


Blektrichestvo no.11:81-84 N '57. (MIRA 10:10) 


1. Tekhnicheskoye Upravleniye Miniaterstvo elektrostantsly. 
(Electric power distribution) 
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1. Tekhnicheskoys upravlentye Hinisteratvs elektrostantely. 


(Zlectric motors 
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Problem of automation and remote control in industrial sub- 
stations. Prom.energ. 12 no.8:1~7 Ag 157, (MIRA 10:10) 


1.Stalinskiy setevoy rayon Donbassenergo (for Musatov). 
2.Gidroproyekt, g- Kuybyshev (for Shehukin). 3.Novo-Kamerovekiy 
khimkombinat (for Gershkovich). 4.Novosibirskoya otdeleniye 
Gosudarstvennogo- proyektnogo -instituta Elektroproyekt (for Shnell' )s a 
5, Leninogorskly. polimetallicheskiy kombinat (for Dodin). Roce 
6,Tekhnicheskoye upravleniye Ministerstva elektrostantely (for 
. Zeylidzon). 
(Electric power) (Automatic control) 
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(Blectric motors) 
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104-3-39/45 
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(Power Stations), 1957, 


ZEYLIOZON, Ye. D. Sere 
AUTHOR: Zeylidzon, Ye «Dey Engineer. 
TITLE: ~ Voltage control with unsynchronised automatic repeated 
closure. 
PERIODICAL: "“Blektricheskiye Stantsii" 
Vol.28, No.5, pe 90 (U.8.5.R.) 
ABSTRACT: 


This brief note states that more extensive use is being 


made of unsynchronised automatic repeated reclosure on. lines 


fed from both ends. Tn a number 


existing lines. It 


of cases the devices for 
control of voltage and synchronism are 


being removed from 


is pointed out that in certain circun- 


stances it is advisable to retain the voltage control. 


AVAILABIB: Library of Congress 
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TITGE; Book Review — | | 104-3-45/45 


PERIODICAL: "Hlektricheskiye Stantsii" (Power Stations), 1957 
i OLe ’ oO. 9 pp. = 9 (U.S.S.R.) 

ABSTRACT: Solov'ev, I.I. "Automation of power systems" (Avtomatiz- 
atslya energeticheskikh sistem), Gosenergoizdat, 1956, 
360 pages. 
The book is reviewed by Zeylidzon,Yw.D., Engineer. 
This is a complete and systematic textbook on the Bubject. 
In one or two minor respects, which are pointed out, 
the book is already becoming out-of-date. 


AVAILABLE: Library of Congress 
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“EEONOV, 8.A., inshy SHLOPOY, Ye.P., inzh. 


Certain ‘ooelens in the structure of dispatcher control in power 
systems. Elek.sta, 28 no.12:59-63 D '57. (MIRA 12:3) 
(Power engineering) 
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LARIONOV, G.Ye., takhn.rad. a panama . sons 


[Automatic reclosing on individual electric transmission lines 
with two-way feed} Avtomaticheskoe povtornoe vkliuchenie odi- 2 
nochnykh linii elektroperedachi s dvustoronnim pitaniem. Moskva, ! 
Gos. energ. izd~vo, 1958. 9p. ~- - (MIRA 12:1) 4 

(Electric circuit breakers) | (Hlectric lines) i 
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AUTHOR: Zeylidzon, Ye. D.,. Engineer SOV-91-58-11-3/20 
TITLE: The Use of Operational Alternating Current in Electrical — 


Installations (Primeneniye peremennogo operativnogo toka j 
v elektroustanovkakh) 


PERIODICAL:  Energetik, 1958, Nr 11, pp 8-13 (USSR) 


ABSTRACT: The author discusses the disadvantages of the use of oper-. 
ational direct current for the supply of the relay protect- * 
iin, remote control of the switches, etc., in electrical 
installations, and states that in recent years attention 
has been paid to the possibility of changing over to oper- 
ational alternating current with maximum decentralization 
of the network. This idea was started by a series of re- 
solutions and exploitation oirculars from the Technical oe. 
+ Administration of the MES from 1954-1958, The subject — 
, was also dealt with in a series of articles and a discuss- 
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The Use of Operational Alternating Current in Electrical Installations 


textbook "The Use of Operational Alternating Current in 

Power Systems" (Gosenergoizdat 1957)y a book by P.M. 5 
Mel'nik, "Relay Protection on Operational Alternating : 
Current" ‘Kiyev 1952) and-a host of other works. The rest 

of the article consists of a lengthy and detailed descrip- E 
tion of the working and application of this system. There 

are 6 diagrams. 
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TITLE: rg ! 
i . Study and Devélopment of. Autonatic 


PERIODICAL: Elektrichestvo, 1959, Nr 1, pp 29-33 (USSR) 


ABSTRACT: | 
| Some organizations in the USSR have been carrying out for some 


Card 4 } 
La /3 loads economically, Principal condition for economic operation 
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Card 2/3 


SE RECRCRE ae gaan 


of the hydroelectric power station in a power system is the 
use of water reserves in such a way as to guarantee the 
smallest fuel consumption in the caloric power stations. In 
an automatic system, a possibility for correcting the load 
distribution according to the relative increase of i'uel con- 
sumption has to be provided for. As the results of comparison 
between some national. automatic systems have already been 
published, only some deliberations are put forward on this 
occasion, and summarizing the following. oan be said: 

1) The further planning of automatic systems for the contro] 
of frequency and real load in power pool systems must be con- 
tinued on the basis of general thorough analyses with conorote 
oalctlations and, if possible, with tests too. 

2) Until the completion of planning, attention should be main- 
ly concentrated on the introduction of a "working automation" 
(statsionnaya avtomatika) both with secondary and primary 
regulators. A possibility for the interference of devices 
belonging to the whole system is to be provided for, 

3) Apparatus for the calculation of operation methods with the 
use of analogue and digital technique are to be developed as 
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AUTHOR: — Zeylidzon, Ye.D, S0V/91~59-1-15/26 
TITLE: . Protection of the Circuit Controlling Magnetic Starters 


(Zashchita tsepey upravleniya magnitnymi puskatelyami ) 
PERIODICAL:  Energetik, 1959, Wr 1, pp 31 - 32 (USSR) t 


ABSTRACT: Engineer M.F. Sidorin from Leningrad asks how the paragraph 
. TIT-1-13 of the Pur (Rules Concerning the Equipment of Elec- 
tric Installation) is to be understood; whether it is ne- 
cessary to install special protection devices for shielding 
the circuit controlling magnetic starters, The question 
was answered in detail by the author. 
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Zeylidzon Yes. Ds ; ‘Engineer 
Some Problems of Power = Automation 


Energetik, 1959, Nr. 10, pp 1-7 (ussR) 


particularly emphasized: it goes without saying, con- 


energy distributing processas determine the need for 


a high-degree automatic control of electric power sta-~ | ‘ 
tions and other installations. Conditions of electric : 
energy production, transfer and distribution undergo ° 
constant fluctuations that depend on the rate of ener- ? 
8yY consumption which varies in the course 9f 24 hours : 


CIA-RDP86-00513R001964510014-0" 


: -00513R001964510014-0 
"APPROVED FOR RELEASE: 09/19/2001 CIA-RDP86-0051. eee aia 
wie eae BS 


10am arena SERS BERIT SY AUST SS SIP US II SAS PS SST ee 


, et ee SOV/91-59-10-2/29 
Some Problems of Energetics Automation . 


by 30% ~ 35 %. In order to give an outline of the di- ‘ 
versity of problems in the Sphere of power system auto-_ x f 
' mation, the author has compiled a table which denotes 
by letters A,B,V and G the automation degree of diffe 
rent processes, installations and appliances in the 
‘field of energetics, A - denotes a high level of auto-~ 
mation (80% and more); B - denotes a partial solution 
of the automation probl ss: some layouts and apparatu- 
ges are in use, but their types are not worked out; — 
‘there is no serial production of them, and, where there 
“is, it is insufficient in quantity and quality. V - de-. 
notes experiméntal stages: designing, developing con- 
structing and preparing of devices for industrial pro- 
duction. G - laboratory experimentation, sclentific re- 


to 40 4; respectively, they are distributed as follows: ° 
electric installations - 204; hydro-installations _ 39%; 
thermo-installationg ~— 48%; control Of power system con 
ditions ~ 80%. The most important problem is the automa- 
Card 2/4 tic energy distribution that would ensure an. economic 
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